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Art in public places program PROP 18-09-039 
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MISC 18-13-024 
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ATHLETIC TRAINING ADVISORY COMMITTEE 


(See HEALTH, DEPARTMENT OF) BLIND, STATE SCHOOL FOR THE 
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ATTORNEY GENERAL 
Agenda MISC 18-03-020 BOARD OF EDUCATION, STATE 
MISC 18-14-065 (See EDUCATION, STATE BOARD OF) 
Arbitration 
motor vehicle warranties PERM 18-01-142 BOARD OF HEALTH, STATE 
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meetings MISC 18-09-054 BOILER RULES, BOARD OF 
Notices of requests for opinions MISC 18-03-156 (See LABOR AND INDUSTRIES, DEPARTMENT OF) 
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MISC 18-06-044 Accountable payment models workgroups 
MISC 18-07-044 lumbar fusion 
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Public records PERM 18-02-060 Opioid prescribing guideline implementation workgroup 
Rules coordinator MISC 18-01-141 meetings MISC 18-06-038 
MISC 18-07-065 
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MISC 18-14-032 Suicide prevention workgroup 
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BELLEVUE COLLEGE PREP 18-09-087 
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MISC 18-13-027 commercial PREP 18-09-085 
MISC 18-13-065 fire code PERM 18-01-104 
MISC 18-14-005 EMER 18-06-004 
Public records PREP 18-13-067 PREP 18-09-090 
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student housing PREP 18-10-041 
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CAPITAL PROJECTS ADVISORY REVIEW BOARD 
(See ENTERPRISE SERVICES, DEPARTMENT OF) 


CAPITOL CAMPUS DESIGN ADVISORY COMMITTEE 
(See ENTERPRISE SERVICES, DEPARTMENT OF) 


CAPITOL COMMITTEE, STATE 
(See ENTERPRISE SERVICES, DEPARTMENT OF) 


CASCADIA COLLEGE 
Meetings MISC 18-03-182 
Public records PROP 18-07-070 
PERM 18-11-133 
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(See LICENSING, DEPARTMENT OF) 
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Facilities, use by groups for expressive 
activities PREP 18-12-001 
Meetings MISC 18-06-018 
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CHEMICAL DEPENDENCY PROFESSIONAL CERTIFICATION 
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Title 110 WAC 
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Public records (see also EARLY LEARNING, DEPARTMENT OF) 
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child care facilities and protective and 
welfare services MISC 18-14-078 
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programs MISC 18-14-078 
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CHRONIC PAIN, COLLABORATIVE CARE FOR, WORKGROUP 
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CITIZENS’ COMMISSION ON SALARIES FOR ELECTED 
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Meetings MISC 18-12-057 
CIVIL LEGAL AID, OFFICE OF 
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meetings MISC 18-06-072 
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combustion turbines, combined cycle PROP 18-07-112 
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Meetings MISC 18-06-055 
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CONSOLIDATED TECHNOLOGY SERVICES AGENCY 
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CORRECTIONAL INDUSTRIES ADVISORY BOARD 
(See CORRECTIONS, DEPARTMENT OF) 
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worker injury claims, liability for PREP 18-02-065 
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(See AGRICULTURE, DEPARTMENT OF) 
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PROP 18-09-101 
PERM 18-13-058 
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employment starting dates PROP 18-02-069 
PROP 18-09-099 
PERM 18-13-059 
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PROP 18-09-100 
PERM 18-13-061 
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crisis intervention training PREP 18-01-099 
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PERM 18-13-057 
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DENTAL HYGIENE EXAMINING COMMITTEE 
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DENTAL QUALITY ASSURANCE COMMISSION 
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DRUG UTILIZATION REVIEW BOARD 
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EARLY LEARNING, DEPARTMENT OF 
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Agenda MISC 18-04-050 
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program PREP 18-04-094 
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Pulping mills 
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kraft and sulfite mills PREP 18-13-113 
Solid waste 
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Underground storage tank regulations PROP 18-03-178 
Vessel sewage no discharge zones 
Puget Sound zone PERM 18-09-012 
Wastewater 
treatment plant operators, certification of PREP 18-14-011 
Water 
drought relief, emergency PROP 18-02-085 
PERM 18-09-031 
Water, reclaimed 
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Water quality program 
fees for state waste discharge and NPDES 
permits PREP 18-14-006 
water quality assessment, 2018, public input MISC 18-05-036 
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Meetings MISC 18-02-056 
Public records officer MISC 18-07-058 
ECOSYSTEM COORDINATION BOARD 
(See PUGET SOUND PARTNERSHIP) 
EDMONDS COMMUNITY COLLEGE 
Meetings MISC 18-01-011 
Public records PROP 18-12-083 
withdrawals PROP 18-02-087 
EDUCATION, STATE BOARD OF 
Career and technical education course equivalency waivers 
application processing, transferring 
board role EXPE 18-10-100 
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board role, eliminating EXPE 18-10-100 
Graduation requirements PREP 18-12-106 
High school and beyond plans PREP 18-12-106 
Meetings MISC 18-04-016 
Performance improvement goals PROP 18-11-108 
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duties with PREP 18-11-097 
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Public records officer MISC 18-03-024 
EDUCATOR STANDARDS BOARD, PROFESSIONAL 
Certification 
career and technical education 
certification, generally PREP 18-03-011 
professional development 
teacher and principal evaluation systems PROP 18-02-106 
PERM 18-08-007 
STEM-related subjects renewal 
requirement PROP 18-02-106 
PERM 18-08-007 
proceedings 
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voluntary surrender of certificates PROP 18-06-085 
PROP 18-10-079 
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PREP 18-03-014 
PERM 18-08-064 
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withdrawals PROP 18-01-006 
continuing education 
generally PREP 18-03-015 
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hours PROP 18-02-100 
PROP 18-02-101 
PERM 18-08-061 
PERM 18-08-064 
PROP 18-12-056 
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PERM 
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PERM 
PROP 
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PERM 
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(See SECRETARY OF STATE) 
ELECTRICAL BOARD 


(See LABOR AND INDUSTRIES, DEPARTMENT OF) 
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Agenda MISC 
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ENTERPRISE SERVICES, DEPARTMENT OF 
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PARKS AND RECREATION COMMISSION 

Agenda MISC 
Conveyances, recreational, standards for PREP 
PROP 

Public records PREP 


PHARMACY AND THERAPEUTICS COMMITTEE 
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ecosystem coordination board 
leadership council 
salmon recovery council 
science panel 


PUGET SOUND SALMON COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


PULSE CROPS COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


REAL ESTATE APPRAISER COMMISSION 
(See LICENSING, DEPARTMENT OF) 


REAL ESTATE COMMISSION 
(See LICENSING, DEPARTMENT OF) 


RECORDS 


(See LOCAL RECORDS COMMITTEE; SECRETARY OF STATE; 


STATE RECORDS COMMITTEE) 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


MISC 
MISC 
MISC 
MISC 


PROP 
PERM 


MISC 
MISC 
MISC 
MISC 


18-11-013 
18-11-028 
18-04-019 
18-10-036 
18-07-058 
18-03-024 
18-10-092 
18-07-047 
18-13-019 
18-12-058 
18-06-039 
18-08-067 
18-09-011 


18-03-066 
18-06-035 
18-02-016 
18-11-031 


18-10-107 
18-13-016 


18-03-025 
18-03-025 
18-03-025 
18-03-025 


RECREATION AND CONSERVATION FUNDING BOARD 


(See RECREATION AND CONSERVATION OFFICE ) 


Index 


RECREATION AND CONSERVATION OFFICE 
Habitat and recreation lands coordinating group 


meetings MISC 18-02-010 
Invasive species council 
meetings MISC 18-02-009 
MISC 18-07-031 
Recreation and conservation funding board 
agenda MISC 18-02-027 
meetings MISC 18-02-007 
MISC 18-07-032 
MISC 18-13-090 
public records PROP 18-01-102 
PERM 18-05-016 
Rules coordinator MISC 18-03-100 
Salmon recovery funding board 
agenda MISC 18-02-027 
meetings MISC 18-02-008 
MISC 18-05-033 
MISC 18-11-107 
RED RASPBERRY COMMISSION 
(See AGRICULTURE, DEPARTMENT OF 
REENTRY COUNCIL, STATEWIDE 
(See STATEWIDE REENTRY COUNCIL) 
REHABILITATION COUNCIL, WASHINGTON STATE 
Meetings MISC 18-01-026 
MISC 18-04-012 
REHABILITATION COUNCIL FOR THE BLIND, STATE 
Meetings MISC 18-01-068 
MISC 18-01-069 
MISC 18-01-070 
MISC 18-01-071 
RENTON TECHNICAL COLLEGE 
Meetings MISC 18-02-013 
MISC 18-03-113 
RETIREMENT SYSTEMS, DEPARTMENT OF 
Law enforcement officers’ and firefighters’ (LEOFF) system 
disability benefits, plan 2 
nonduty, duty, and catastrophic disabilities PROP 18-10-110 
PERM 18-13-078 
Multiple plans and systems 
interest, regular, awarding and crediting 
plan 1 and plan 2 accounts PROP 18-03-183 
PROP 18-05-097 
PERM 18-07-063 
retirement account information, receiving PROP 18-11-110 
PERM 18-14-072 
Public employees’ retirement system (PERS) 
early retirement-eligible, membership in another 
system when PROP 18-05-098 
PERM 18-08-040 
Public records officer MISC 18-08-067 
MISC 18-09-011 
Public safety employees’ retirement system (PSERS) 
early retirement-eligible, membership in another 
system when PROP 18-05-098 
PERM 18-08-040 
School employees’ retirement system (SERS) 
early retirement-eligible, membership in another 
system when PROP 18-05-098 
PERM 18-08-040 
Service credit 
purchasing additional PERM 18-01-020 
Teachers’ retirement system (TRS) 
early retirement-eligible, membership in another 
system when PROP 18-05-098 
PERM 18-08-040 
REVENUE, DEPARTMENT OF 
Agenda MISC 18-04-042 
Excise tax and exemptions 
advertising agencies PERM 18-03-060 
amusement, recreation, and physical fitness 
services EMER 18-03-038 
PREP 18-04-025 
PROP 18-08-051 


[20] 


bad debts 


commercial or industrial use 
biomass fuel, definition and exemption 
digital products 
financial institutions 
income apportionment 
hazardous substance tax 
heat or steam, sales of 
biomass fuel and hog fuel 
interstate sales of tangible personal property 
trade conventions 


various additional changes 


manufacturers and processors for hire 


EMER 
PERM 
PROP 
PERM 


PERM 
PREP 


PERM 
PREP 


PERM 


EXPE 
PERM 
EXPE 
PERM 


machinery and equipment, sales and use tax exemptions 


withdrawals 
marketplace facilitators 


withdrawals 
nexus thresholds 
retailing activity 


personal property, tangible 
interstate sales 
nexus standards 


preferences 
annual performance reports and surveys 


recreational services and activities 


referrers 


withdrawals 
remote sellers, referrers, and marketplace 
facilitators 


withdrawals 
timber 


Forest land and timber 
forest land values 
timber excise tax 
stumpage value and harvest adjustment 
tables 


PROP 
PREP 
PREP 
PREP 


EXPE 
PERM 


EXPE 
PERM 


EXPE 
PERM 
PREP 
PROP 
EMER 
PERM 
PREP 
PREP 
PREP 


PREP 
PREP 
PREP 
PERM 
PREP 
PROP 
PERM 


PERM 


PERM 
PREP 
PROP 
PERM 


Interpretive statements (including excise tax advisories) 


aerospace B&O preferential tax rate 

clean-up jobs due to construction, fires, 
floods, etc. 

cleaning and restoration activities, not 
janitorial 

economic nexus minimum thresholds 

enhanced delivery services and substantial 
nexus 

low-density light and power utility 
deduction 

nebulizers, sales and use exemption 

Leasehold excise tax 
exemptions 
community and technical colleges 


Open space taxation 
agricultural land 
valuation, including interest rate and property 
tax component 
inflation, rate of 


deferred special benefit assessments, calculating interest 


land no longer classified 
withdrawal or removal from classification 
owner-initiated withdrawals, notice for 


MISC 
MISC 


MISC 
MISC 


MISC 


MISC 
MISC 


EXPE 
PERM 


PERM 


PERM 


PERM 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


18-10-047 
18-11-126 
18-10-106 
18-14-042 


18-05-011 
18-04-093 


18-01-019 
18-10-038 


18-05-011 


18-02-076 
18-06-078 
18-02-076 
18-06-078 


18-01-005 
18-03-126 
18-05-071 
18-05-070 


18-02-076 
18-06-078 


18-02-076 
18-06-078 


18-09-103 
18-13-094 
18-04-025 
18-08-051 
18-10-047 
18-11-126 
18-03-126 
18-05-071 
18-05-070 


18-03-126 
18-05-071 
18-05-070 
18-02-058 
18-04-020 
18-10-102 
18-14-023 
18-02-058 
18-02-058 
18-04-020 
18-10-102 
18-14-023 
18-14-044 
18-12-004 


18-12-003 
18-02-049 


18-11-050 
18-12-002 
18-09-059 


18-04-090 
18-09-040 


18-01-147 


18-01-147 
18-02-109 


[21] 


tax, additional and compensating, exceptions to 
natural disasters, including wildfires 
Property tax 
abatements, credits, deferrals, and refunds 
refunds 
rate of interest on 
equalization, county boards of 
reconvening of boards on own authority 
value adjustments and revaluation 
exemptions 


PERM 


PERM 


PROP 
PERM 


nonprofit organizations, associations, corporations 


health care facilities, certain 
home ownership development entities 
nonsectarian purposes, conducted for 
senior citizen centers, multipurpose 
levies and levy rates and limits 
basic education funding 


fire protection districts 


flood control zone districts 


industrial development districts, by port 
districts 


lid lifts, duration, and bond redemption payments 


Thurston County 
metropolitan park districts 
port districts 


regional fire protection service authorities 


regional transit authorities 


PROP 
PERM 
PROP 
PERM 


PERM 
PERM 
EXPE 
PERM 
PREP 
PROP 
PERM 
EXPE 
PERM 


PROP 
PERM 


PERM 
PERM 
PROP 
PERM 
PERM 
EXPE 
PERM 
EXPE 
PERM 


senior citizens, disabled persons, fully disabled veterans 


state levy for basic education, impact of 
single-family dwellings, improvements to 
taxing district boundary establishment dates 
fire protection districts 
school districts 
valuation and revaluation of property 
advance tax deposits 
annual revaluation cycle for counties 
Public records 


Unclaimed property 
interest and penalties 
adjudicative proceedings, brief 


RULES COORDINATORS 


(See Issue 18-01 for complete list designated as of 12/20/17) 


Auditor, office of the state 

Children, youth, and families, department of 

Corrections, department of 

Education, state board of 

Hardwoods commission 

Hispanic affairs, commission on 

Insurance commissioner, office of 

Lottery, Washington state 

Recreation and conservation office 

School directors’ association, Washington 
state 

Treasurer, office of the state 


Washington state patrol 


SALMON RECOVERY COUNCIL 
(See PUGET SOUND PARTNERSHIP) 


SALMON RECOVERY FUNDING BOARD 


PERM 
PERM 


PERM 
PERM 


PERM 
PERM 
PERM 
EXPE 

PERM 


EMER 
PREP 
PROP 
EMER 
PERM 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


MISC 
MISC 
MISC 
MISC 


(See RECREATION AND CONSERVATION OFFICE) 


18-02-109 


18-01-147 


18-08-077 
18-04-006 


18-10-051 
18-04-006 
18-10-051 
18-04-006 


18-04-006 
18-04-007 
18-10-032 
18-14-095 
18-07-072 
18-11-111 
18-04-006 
18-10-032 
18-14-095 


18-05-072 
18-11-054 


18-05-013 
18-04-006 
18-05-072 
18-11-054 
18-04-006 
18-10-032 
18-14-095 
18-10-032 
18-14-095 


18-04-007 
18-04-007 


18-04-007 
18-04-007 


18-05-012 
18-04-007 
18-01-002 
18-04-089 
18-09-045 


18-02-057 
18-03-123 
18-07-104 
18-10-031 
18-11-103 


18-01-141 
18-08-028 
18-01-065 
18-11-073 
18-10-091 
18-07-046 
18-04-100 
18-12-060 
18-03-100 


18-03-067 
18-02-015 
18-11-032 
18-04-076 


Index 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


SCHOOL DIRECTORS’ ASSOCIATION, WASHINGTON STATE 


Public records PROP 18-03-068 
PERM 18-09-072 
Public records officer MISC 18-03-066 
Rules coordinator MISC 18-03-067 
SCHOOL EMPLOYEES’ BENEFITS BOARD 
(See HEALTH CARE AUTHORITY) 
SCIENCE PANEL 
(See PUGET SOUND PARTNERSHIP) 
SEATTLE COLLEGE 
Public records PERM 18-02-001 
Traffic and parking PERM 18-02-004 
SECRETARY OF STATE 
Address confidentiality program PREP 18-11-060 
Charitable solicitation organizations and charitable trusts 
filing fees, schedules for PREP 18-10-044 
Combined fund drive PREP 18-10-043 
Corporations and charities 
filing fees, schedules for PREP 18-10-044 
Election administration and certification board 
meetings MISC 18-11-101 
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